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020 3984 7692 
email@ukmobilitystairlifts.co.uk 


UK Mobility Stairlifts London is a respected company based in London, UK, 
offering a wide range of affordable stairlifts for purchasing and renting, with 
servicing and maintenance included for the entire duration of the rental 
period. Straight stairlifts, perch lifts, curved stairlifts wheelchair lifts, and 
Stairlifts lift chairs are available for both indoor and outdoor use. 


